


“a ES mls 
ZFS Uttarakhand State Control Room C@VID-19 (-~9) 4 
YS Integrated Disease Surveillance Programme Vy Zi 
SORRAS IAT Directorate of Medical Health & Family Welfare, Uttarakhand, Dehradun ae ia 





Date: 16-06-2021 Health Bulletin Time: 6:00 PM 


Hoary] Tol su aisle 4 @lellaroiRt 
ol bs @ fered ALG BI ATT a! 


aifas-19 Asal a waletla Galea wt faet 4, 
miediora 31Gld, Atsee sree / arratt ate 
Blain Gea Ud ifas-19 ala wt aera feat 
GANA Hilds-19 Wyse 2020 ASMA AT sifafctaa 1897 
Ud wRXdla GUS Aiea 13860 @ded Mala ATE el 

° Ue ais Afsepe Xen - fafehan amet aHifds saa 4 Wafeua 


Gdsel, SAAT A Hod VAM cH foe forathKa Ara A sifakas sare 
HAA Soreht SHISTAMTaAt CHraT & | 


© snettota fsust cat aARant cara @ ar stfdep Aca A felsot apxar B | 
© cpifds—19 exe @ fou ArH Ent feratia Aca B sifdes Hr Sar F | 

© uae / Veletot Sa cplfds aa at tesa sear aA Hurd serrate 
© fafebem SaeH Oil cht Hrerarontt a SARA cHrxet F fect B | 

° aifds-19 dada &q men Ent feratha Fea H sifdas const cer F | 
© Ufe Ulsde Hed DNlon Gb sora eq feratha at A sfdas Tar Aare | 





pls +t ferepreld crel ch fel Sie Ut otFaX—- 112 
0135-2656202 deal 9412029536 UX Add ci 
SUCH oA WGoilel WaT GeV Tr | 










LEv\ Uttarakhand State Control Room C@VID-19 Caan 


S Integrated Disease Surveillance Programme 
SERRAVS BA Directorate of Medical Health & Family Welfare, Uttarakhand, Dehradun 


AD POT or aay oh naw foal @ are 
agi reat ay ace ald p..da sac 


Te @) ToHACIo I BY 





Pee 
FS 
s 

Nois>” 


AYIA cory 


adda astra 
ras) PASO AA ee BTA 
pec lerscanis dee WW 
Ub av Yor, fat a, area tet 
cere, rea 
ane ee ee 








(SASS WAM: AVS SETAL 25 Ag 2021), c&lgol ent stacha) 
feat atven e) ardent & fra sar bea aga arava 4104 seer et or & tottaott Oo ata 
HATA S A Uorece 


wee arth saci weg Ta Stal eal 
a - Yo g rg Wd@dl 





Uttarakhand State Control Room C@vVID-19 (--9» 
Integrated Disease Surveillance Programme CHS 
Directorate of Medical Health & Family Welfare, Uttarakhand, Dehradun 


S Moildefl UU @ EMI Seal URch Staex A 
@ Holl Gant ch fSed Wel arasst 


Vou ch UN siaexl cat cla Oesensrs 08 


STAY HOME OPD_ 
















AlsSe Al SteHaly HACX UT Wil ci 
STAR eq UX Id Sloieisat Here at aici @ 
Wao G Bled Gal d Hale Sad 
Hy Fi nfl Hse S wRACH 

ney 


SSaIlS Cra aeha, & 
Vii SOCRIERUIMOCeGes 
parca 9412080554 


OZ ~ 


9412080686: Toll Free No. 104 


and 





BIA His elet ole A ates attr at dees 


i‘ 









cb Gklol MAUI ch Ydckt H Alddloit Ad 
AXtal Chl FAC CHA SB AMEX St aS Caley UI WI HX Hlotel UE 
Mia @ Wd Wu 4 feleaQe a sie, eatatas Ider SBT Yel By, 


Ol Adotl cal Ses Ae Forel aot F Araatest sad Ea THEA cot Yat cat 
Sa doll CH HoT BT SXAAIe oT Mi, 


colfds Hopf wit SAI STAT ast Tel feat at ctot as eae A of arr... 


0, TT Hee R oF RENEE Re ol 


is Z _ on 5 | 
= . — 
: ¥ 
™ ae = : ai: 
fn 2 Baca 






Alot DH Hod STANT A Sie We Ate asl Webot F UEd farapfad cot, 
Aieeieen raat an ee 


# > Gals “f.. CDSTS WT ARB CI oS aaa ae Se 
foal wat hdralty Room 1! faregan aftaatt, arfas erean.. os a ne Sat 


Integrated Disease Surveillance Programme 
Directorate of Medical Health & Family Welfare, Uttarakhand, Dehradun 





Ne SMdzeleb Elo UX El Us it © ce@vip-19 


Uttarakhand State Control Room 





UK -0 8 RT 





is ay i= eye 4] oe; we on eee = ev ¥ Dp Ye wi 
X t X & . BEe« X 1 & & es aah Pe J aah bl tae Pe cou 3 s u um i Jo C VID-19 
. % Yd — ota vereex Sr 





—_) TT Cpt me. . | - ti : 
: ~~ werises an. °. “se heyyy Uttarakhand State Control Room 
Vea GE WE OE AV 


WEALT,, 





20S Uttarakhand State Control Room C@VID-19 


S Integrated Disease Surveillance Programme Y Se 
SERTAVS VINA Directorate of Medical Health & Family Welfare, Uttarakhand, Dehradun _ pila 


eplfds-19 F Wealcad Aecagul Aros at stletaartt 
7B fa fea na ies TR Eee at 





" Wilh 
TIlo 
See V 
r 
“ 
Vois>* 





Covid-19 Telephone/ https://health.uk.gov.in/pages/display/140-novel-corona- 
Mobile Directory virus-guidelines-and-advisory- 


Sample Colletion Centers 


To get Medical assistant and http://www.esanjeevaniopd.in/Register 
Doctor's consultation: Download app: 














Free Consultation from https://play.google.com/store/apps/details ?id=in.hied.esa 


Ksanjeevani njeevaniopd&hl=en US 
Or call: 9412080703, 9412080622, 9412080686 


Home Isolation Registration https://dsclservices.org.in/self-isolation.php 












Home Isolation Booklet(Do’s https://health.uk.gov.in/files/Covid-19- 
&Don’ts) Directory/Home_ Isolation _booklet.pdf 


Vaccination (Self Registration) https://selfregistration.cowin.gov.in/ 
WWW.CcOWIN.gOvV.iIn 


Standard Operating Procedure https://health.uk.gov.in/pages/view/146-tocilizumab- 
for issue of TOCILIZUMAB amphotericin--procedure 


AMPHOTERICIN B 


Daily Bulletin https://health.uk.gov.in/pages/display/140-novel-corona- 
virus-guidelines-and-advisory- 

Travelling to/from Uttarakhand https://dsclservices.org.in/apply.php 

Registration 

Any other Help Call 104 (24X7) / State Control Room 0135-2609500/ 
District Control Rooms of respective district for any 
other help and assistance. 

for any queries and suggestions covid19statewarroomuk @ gmail.com 


Toll Free Number 104 
State Covid-19 Control Room 
0135 2609500 


For complaints regarding black marketing of medicines, oxygen cylinders & medical equipments; more charges for medicines 
& oxygen cylinders; fake Covid-19 test/lab reports; more charges than decided by the Government for Covid-19 vaccination & 
treatment and other malpractices related to Covid-19 in Uttarakhand 


Please call on Toll free No. 112, Landline No. 0135-2656202 and Mobile: 9412029536 
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Sat Directorate of Medical Health & Family Welfare, Uttarakhand, Dehradun 

Date: 16-06-2021 Health Bulletin Time: 6:00 PM 
1) Positive Today: 353 WA Recovered Today: 398 
4X Death Today: 06 4 Active Cases: 3572 
S*YY Sample Positivity: 6.51% R%_ Recovery Percentage: 95.16% 
I. Total cumulative Positive COVID-19 detected: 337802 
2. Total Number (%) of COVID-19 Patients Treated/ Cured: 321462 (95.16%) 
2: Total Number (%) of COVID-19 patients migrated out of state: 5771 (1.71%) 
4. Total Number (%) of COVID-19 Deaths: 6997* (2.07%) 
>. Number of samples found negative for COVID-19 today: 24165 
6. Total number of samples sent for COVID-19 testing today: 25581 
iF Total number of cumulative samples found negative: 4854694 


*Deaths reported from previous date added in cumulative figure (details on page 9). These deaths were reflected in district 
reports/daily bulletin, but not submitted timely to State COVID-19 Control Room. 
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Detailed Status of Sample Tested 


; Negative aus Positive 

Negative ; Positive : 

: Cumulative | . Cumulative 

in last 24 in last 24 : ; 
(including 


(including 
JUS Pvt. Lab) HOES Pvt. Lab) 


5844 5433 924999 110495 1035494 4914 
6359 6551 1514744 50858 1565602 3686 
25581 | 24165 | 4854694 337802 | 5192496 17045 


Details of Districts having Positive COVID-19 Cases 


15643 204986 1644 
37408 657509 1002 
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Details of Patients Treated & Cured 


DISTRICT NAME Treated & Cured in last 24 hrs 

20 

BAGESHWAR 

CHAMOLI 

CHAMPAWAT 

DEHRADUN 

HARIDWAR 

PITHORAGARH 

RUDRA PRAYAG 

TEHRI GARHWAL 

UDAM SINGH NAGAR 

UTTAR KASHI 


Total 
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Hospital Wise Death 
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Prasad Doon Hospital, Dehradun 
Shri Mahant Indiresh Hospital, Dehradun 





*Note: Deaths reported from previous date added in cumulative figure. These deaths were reflected in district reports/daily 
bulletin, but not submitted timely to State COVID-19 Control Room. 


*DEHRADUN (3): 


GDMC Hospital (2)- 4 May 2021 (1), 20 May 2021 (1) 
Shed Hospital (1)- 20 May 2021 (1) 


*TEHRI GARHWAL (3): 


SDH Narendranagar (3)- 6 May 2021 (1), 8 May 2021 (1), 12 May 2021 (1) 
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Mucormycosis Cases and Deaths - Uttarakhand as on 16.06.2021 


Hospital Name 





Discharge 


Udham Singh | JLN District Hospital, , 
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Nagar Rudrapur 
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City Heart Hospital 

AIIMS Rishikesh 

Max Hospital 

Doon Medical College 

Sri Mahant Indresh 
Dehradun Hospital 

HIHT Joly Grant 

Aarogyadham Hospital 

ONGC Hospital 

Synergy Hospital 

Military Hospital 

Dehradun 


Krishna Hospital, 
Haldwani 
Dr. Susheela Tiwari 


Govt. Hospital, 
Haldwani 


‘Utarkashi District Hospital 





Military Hospital 
Roorkee 


Aarogyam Hospital, 
Roorkee 


Jom 
=—h 
oO 
“i 
—_h 


Total 


For any queries regarding Mucormycosis, please call on Toll Free Number 104 
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Details of State Control Room 
E-mail: covid19statewarroomuk@gmail.com, idsputtarakhand@gmail.com 
Toll free No: 104/01352609500 


© Whatsapp No. 9412080544 


Details of District Control Rooms 


7617429778, 9068787120, 7830839443, 01372-252187 
01368-222213 

05964-297551 

01376-234793 

01364-233727 

05944-246590,05944-250250 
01374-222641,7417162869 





PREVENTION IS BETTER THAN CURE 
for your own safety 





QUARANTINE DISINFECT HANDS 








NO'FACETOUCH WEAR GLOVES OUTSIDE KEEP DISTANCE 
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COVID-19 Vaccination 


16‘ June 2021 


® Sessions Held Today : 346 

*® Number of Beneficiaries Vaccinated Today : 27906 
*® Number of Beneficiaries Partially Vaccinated: 2721499 
* Number of Beneficiaries Fully Vaccinated: 718579 
*® Total 18-44 years beneficiaries Partially Vaccinated: 591570 
*® Total 18-44 years beneficiaries Fully Vaccinated: 20005 


Details of Beneficiaries Vaccinated in Uttarakhand 


Citizen Health Care Worker Front Line Worker 
Fully 
>45 Partially | >45Fully | Farialy — | Vaccinated Partially Fully Partially Fully 
Last 24 Vaccinated Vaccinated Last 24 Vaccinated Vaccinated Vaccinated Vaccinated 
(more than 18 to <45 
hrs (1st Dose (Both Dose hrs (1st Dose (Both Dose (1st Dose (Both Dose 
Coverage) Coverage) IES GE Eta Coverage) Coverage) Coverage) Coverage) 
years) Dose 
Coverage) 


Amore | 1,70 87 
Bagestwar | 742 | 62511 | 23,189 | 31696 | 1241 | 0 | 2408 | 2,263 | 2 
Chamoti_ | 1,093 | 92973 | 30,348 | 28,734 | 1085 | 0 | 3,986 | 3,704 | 1 
Champawat 
108 
[Horidwer | 5,063 30,210 
2,929 6,344 
Pai | 738 | 141240 | 36418 | 33.057 | 1355 | 0 | 7,793 | 6289 | 0 | 6934 | 3,961 
/Pithoragarh | 2,375 | s3804 | 20,218 | 34056 | 1404 | 0 | 4,086 | 3,390 | 13 | 8191 | 5,081_ 
Tei | aao_| 113372 | 32,939 | 30133 | 660 | 4 | 6157 | 5319 | 6 | 4882 _| 3,065 
37 8,301 

714_| 76229 | 38436 | a3641 | 1085 | 0 | 3438 | 3,085 | 0 | 4952 | 3,343 


[Uttarkashi 
| _Total | 26,912 | 1829978 | 517,248 | 591,570 | 20,005 | 204 | 118,280 | 89,763 | 790 | 181,671 | 91,563 
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SERRAS VA Directorate of Medical Health & Family Welfare, Uttarakhand, Dehradun 
Date: 16-06-2021 District-wise Hotspots/ Containment Zones 
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Avoid crowded places 
for your own safety 
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avoid close contact 
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Di 
istrict | roa Detail of District-Wise Hotspots/ Containment Zones 


Dehradun (02 
1- Kuladi (31-05-2021) penis Majra Kanchiwala (07-06- 
Dehradun 2- Sunny Lodge Estate, kigrain Picture Palace Marg (01-06-2021) 


Laksar (01 
1- Gram Sherpurbela (26-05-2021)\ 

Roorkee (11) 

1- Gram Thaska Pargana Mangalore (15-05-2021) 

2- Gram Libarhedi, Pargana Mangalore (18-05-2021) 

3- Gram Makanpur Devpur Pargana Bhagwanpur (21-05-2021) 
Haridwar 12 4- Shyamnagar Gali No-03, Sunhara (21-05-2021) 

5- Gram Daulatpur Pargana (22-05-2021) 

6- Gram Thaska Pargana Mangalore (23-05-2021) 

7- H.NO. 173, block C , Shivaji Nagar Gram Dhandera Pargana (25-05-2021) 

8- Gram Bhori Pargana (25-05-2021) 

9- Gram Nasirpur Afzalpur Pargana, Mangalore (02-06-2021) 

10- Gram Dhanori (03-06-2021) 

11- Gram Shikarpur Pargana Mangalore (12-06-2021) 


Pau ] ansdowne 01 
Gram Bagankhola (22-05-2021) 


Ch 02 1- Gram diguroli (27-05-2021) 
ampaya Gram Chaudkhyali (27-05-2021) 


Chamoli 
| Chamati | or Stun Gaon Dashol 


1- Gram Palethi 1- Gram Dhati 
2- Gram Kunadi 2- Gram Sabha Devgadi 
Gram Arota 3- Gram Jakhand 
I 4- Gram Bhagwan 
Tehri 1- Gram Sandhana Kot 5- Gram Maletha 
2- Gram Dobh Nauli 6- Gram Nandi 
3- Gram Jagdhar 7- Gram Pandula 
4- Gram Kolakandi 8- Gram Muthadgaon 
2 9- Gram Dharkot 
ee Gram Basoi 10- Gram Panchayat Badola, Gram Urman 


i, idihat (01 
| Pithorgarh) 01 Almiyagaon (09-06-2021) 


[ee] 































~ - | —| —o 


Ss © Ci za. EE. DoEeS TAREE CE RE c& 
1s 


foryreowrow mm Safe tw 


